
Cascade Mountain from the Terrace 

No scenic artist could have designed a view as spectacular as that which greets you from the 
greensward terrace that borders the Riverview Lounge. In the immediate foreground are 
the tumbling waters of the Bow Falls. Behind the falls the shoulder of Tunnel Mountain 
masks the base of lordly Cascade whose topmost peak towers 9/386 feet above sea level. 

The circular floral cushion, so much admired by visitors, usually features Nemesia in red, blue, 
yellow, orange and pastel shades with an outer circle of Strumosa Compacta and Jagetes. 


Banff Springs Hotel 

Banff, Alberta, Canada 
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The Management of 


Sfr%i*ty4 


Extends A Cordial Welcome 


to the 


ASSOCIATION OF 


DUI\ & DERRICK CLRB/ 


OF NORTH AMERICA 

























Tuesday, September 7th, 1954 



Half Grapefruit, Fantasie 


i > 


Chicken Patty 





Saratoga Potato Chips 


Green Asparagus 


Chocolate Eclaire 


Coffee 























CANADIAN PACIFIC HOTELS 


FROM SEA TO SEA 


The Dig by Pinesf. Dig by, N.S. 

Lakeside Innf. Yarmouth, N.S. 

Cornwallis Inn. Kentville, N.S. 

The Algonquinf ..... St. Andrews by-the-Sea, N.B. 

McAdam Hotel ........ McAdam, N.B. 

Chateau Frontenac ....... Quebec, Que. 

The Royal York ........ Toronto, Ont. 

Devil's Gap Lodgef. . Kenora, Ont. 

The Royal Alexandra ...... Winnipeg, Man. 

The Saskatchewan ....... Regina, Sask. 

The Palliser. Calgary, Alta. 

Banff Springs Hotelf Banff, Alta. 

Chateau Lake Louisef ...... Lake Louise, Alta. 

Emerald Lake Chaletf. Field, B.C. 

The Empress. Victoria, B.C. 


Hotel Vancouver.Vancouver, B.C. 


(Operated by the Vancouver Hotel Co. Limited on behalf 
of the Canadian Pacific Railway Company and the Canadian 
National Railways.) 


■JT/iese hotels are open in the Summer only. 

















